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The New City Hall was designed by Mr. A. Brum well 
Thomas, in the style of the Classic Renaissance, with a 
principal facade of over 300 feet and a peristylular dome 
rising to a height of 175 feet. The interior of the dome and 
the principal staircase are executed with the most beautiful 
Greek and Italian marbles. The building accommodates 
the whole of the municipal departments and includes a 
grand suite of reception rooms. 


(For Address Only.) 




Printed in England. 


"PA It 










